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Maine's Trusted Commercial General Contractor 


For nearly 40 years, the PATCO Commercial Construction company has been a leading commercial construction company in Maine and northern New Hampshire. 
Collaborating with PATCO Commercial means joining forces with a group of professionals who uphold integrity, fairness, respect, and loyalty. Our expertise spans from 
building design and pre-construction to steel roofing and project management. We take pride in our thorough planning and communication to guarantee a 
successful project outcome tailored to your specific business needs. We've built our business one satisfied customer at a time and we're proud to have contributed to 


the development of numerous businesses across Maine and New Hampshire. 


Commercial Construction & Comprehensive Building Design 


Every architect, renovator, and commercial general contractor in Maine knows that exceptional projects begin with precise and meticulous planning. At PATCO, we excel in 
accurate estimating, scheduling, value analysis, material control, and project management. Our Design-Build Process allows us to complete your building project on time 
and within budget. As we create your building’s design, we also develop the project plan to control costs, schedule, and quality. Our in-house design capabilities and 


dedicated erection and enclosure crew streamline your project, simplifying the entire process. 


Our Core Value — Building Lasting Partnerships 


We take the most pride in the lasting relationships we establish with our clients. Our 
primary objective on any project is to form a partnership with each client, ensuring open 
communication throughout all project phases so you feel informed and acknowledged. If 
it matters to you, it matters to us. As PATCO's President, Greg Patterson, puts it, "We grow 
our business one client at a time.” Whether constructing a new facility or renovating an 
existing one, our team of commercial builders recognizes that every step signifies a 
milestone in your business's history. We aim to support you through every stage, and even 
after your project's completion, you can always count on us. When you build with PATCO, 
you forge a partnership that endures. 


Cost-Effective, Custom Steel Building Construction 


Our construction company specializes in custom metal buildings and steel roofing 
solutions. We provide pre-engineered and fabricated metal components that are more 
cost-effective than most traditional structural designs. As experienced metal and steel 
building contractors, we ensure that our metal building architecture reduces on-site 
construction time while maintaining long-lasting performance and durability. Put simply, 
your project can be completed sooner and at a lower cost. 


Maine’s harsh winters can be a true test for your roofing system, and we excel in 
designing and installing Panel-Rib and Standing Seam metal roofs that offer 
outstanding efficiency and protection for your building. When the time comes fora 

, our team of commercial construction experts is ready to 


assist you. We offer roofing inspections and are committed to helping you find a solution 
that enhances both your building and your investment. 


The people at PATCO were excellent to work with because of their knowledge and experience. Three years after we 
moved in, | can still pick up the phone and get an immediate response to any concerns. 


-Todd Gills, Lunder Manufacturing 
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